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FRANK W. SMITH 


Retiring utility executive and leader honored at 
testimonial dinner this week by electrical industry 
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THE OLD THE NEW 


Height (inches) 117 42 
Weight (pounds) 1300 600 

Oil (gallons) 80 11 
Insulating Liquid Oil Only Oil or Pyranol 
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THE OLD THE NEW 


Height (inches) eae 48 
Weight (pounds) 2000 800 

Oil (gallons) 100 20 
insulating Liquid Oil Only Oil or Pyranol 


PROGRESS THAT HELPS YOU 


HEN we cut the size and weight of a nigh- 


voltage instrument transformer by as much 
as SO per cent; when we greatly reduce the amount 
of insulating liquid required—and make the instal- 
lation nonexplosive, noninflammable, and therefore 
safer—then we have made progress that saves you 


money in installation, operation, and maintenance. 


General Electric engineers have made equally sig- 
nificant strides in the development of turbine-gener- 
ators, voltage regulators, substation equipment, 
switchgear, and meters. Compared with equipment 


built only a few years ago, there is hardly an item 


GENERAL @ ELECTRIC 


in our present line of power apparatus that does 
not represent substantially increased values—values 
that you can measure in terms of improved perform- 
ance. Or, in other words, reduced operating costs 


and better service to your customers. 


Your choice of modern equipment that incorporates 
these developments assures you, therefore, of greater 
value. When you purchase electric apparatus from 
a manufacturer who is equipped with proper facili- 
ties and who has the vision to do this kind of work, 
you encourage him to domore and more of it, and you 


are assured of continued progress in your industry: 
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Leaders in Electrical Industry 
Honor Frank W. Smith at Dinner 


Tribute paid former president of Consolidated Edison Company of 
New York as an outstanding utility leader — Began career fifty-seven 
years ago—Counsels industry not to be disturbed over attacks 


Nearly eight hundred people. repre- 
sentative of every branch of the elec- 
trical industry, attended a testimonial 
dinner on April 27 at the Waldorf- 
Astoria. New York, N. Y., to pay 
honor to Frank W. Smith, who re- 
tires this year from the Consolidated 
Edison Company under the company’s 
70-year age rule. The esteem with 
which Mr. Smith is held both within 
and without the industry was voiced 
by all of the speakers, who empha- 
sized his genial personality, percep- 
tion, humor, energy, youth and sympa- 
thetic understanding. 

The dinner, which was held under 
the auspices of the Electrical Associa- 
tion of New York, was presided over 
by Floyd L. Carlisle, chairman of the 
board of the Consolidated Edison 
Company. The speakers were William 
L. Ransom, A. W. Robertson, Major 
Edward Bowes, Owen D. Young and 
Merlin H. Aylesworth. A silver bowl 
was presented to Mr. Smith, the pre- 
sentation speech being made by Oscar 


H. Foge. 


Counsels confidence 


Mr. Smith’s speech at the conclusion 
of the dinner was one of encourage- 
ment to the industry. “Do not ‘be 
disturbed,” he said in speaking of 
those who were attacking the industry. 
‘They would tear down. but it cannot 


be done. The sperstructure is on too 
sound a basis.” 

Fifty-seven years ago last eee 
Mr. Smith, a lad of 121% years, 
cured a job with the then infant ae 
tric lighting business, as office boy of 
the United States Illuminating Com- 
pany, forerunner of the United Elec- 
tric Light & Power Company, of which 
he was later to become vice-president 
and general manager. He is the only 
one who has traveled the entire route 
of office boy to president of the elec- 
tric utility system that serves Amer- 
ica’s largest city. 

The United company, with which 
Mr. Smith was identified most of his 
business life, was active in the promo- 
tion of alternating-current service, 
and under his management it pio- 
neered in the development of the auto- 
matic network distribution system. 


Active leader 


Mr. Smith has been especially in- 
terested in industry association and 
co-operative affairs. He is a_past- 
president of the National Electric 
Light Association and was for years 
chairman of its lamp committee and 
a member of the public policy com- 
mittee. 

Although Mr. Smith does not reach 
retirement age until June 22, he 
stepped aside as president of the Con- 


solidated Edison Company at the time 
of the annual meeting in March, when 
he was succeeded by Ralph H. Tap- 


scott. 


Need for Plant Seen 
by Tennessee Utility 


Tennessee Electric Power Company 
notified the state Railroad and Public 
Utilities Commission last week that it 
had made every conceivable proposal 
to the TVA in an effort to buy surplus 
power from the authority and that it is 
now vitally important that permission 
be granted the utility to construct a 
$2,000,000 steam power generating 
plant in Nashville. 

This application is the latest step in 
a prolonged series of attempts by 
Wendell L. Willkie, president of Com- 
monwealth & Southern Corporation, 
acting for its southeastern companies, 
to work out mutually satisfactory ar- 
rangements with TVA officials for ex- 
change and purchase of surplus 
power. 

Jo C. Guild, Jr., president of Ten- 
nessee Electric Power, revealed in a 
letter to the commission the unsuccess- 
ful attempts to reach an agreement 
with the TVA. These negotiations 
have been in progress prior to the 
termination on February 3 of the then 
existing contract. TVA holds firm to 
its position that if it sells any power 
to the utility the government agency 
retain its right to compete for cus- 
tomers and sell power in competition 
with utilities. 

The National Coal Association, 
through J. D. Battle. executive secre- 
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tary, stated that the bituminous coal 
industry is vitally concerned with the 
situation. It was pointed out that the 
new steam plant would use 100.000 
tons of coal a year and will generate 
power at exceedingly low cost. “It 
will be of large and direct benefit to 
the coal fields and to the railroads in 
the area.” Mr. Battle said. 


Suit Filed by Ickes 
to Enforce Raker Act 


In an attempt to enforce compliance 
with the Raker Act, under the terms of 
which the city and county of San 
Francisco constructed the Hetch 
Hetchy water supply and power de- 
velopment. the Department of Justice 
has filed in the U. S. District Court 
for the Northern District of California 
a suit to enjoin the further transfer 
of power by the city to the Pacific 
Gas & Electric Company. 

The Raker Act, passed in 1913, per- 
mitted construction of the project upon 
federally owned land under certain 
conditions, including a_ prohibition 
against “selling or letting to any cor- 
poration or individual, except a mu- 
nicipality or municipal water district 
or irrigation district, the right to sell 
or sublet the water or the electric 
energy” produced. Since July 1, 1925. 
virtually the entire power production 
has been transferred to the Pacific 
Gas & Electric Company under an 
agency agreement. 

This arrangement was held to be a 
violation of the act by Secretary of 
the Interior Harold L. Ickes on Aug- 
ust 24, 1935. A bond issue for the 
purpose of acquiring part of the com- 
pany’s distribution system in San Fran- 
cisco, and for the construction of a 
transmission line, was defeated by San 
Francisco voters on March 9, 1937. 


Rural Analysis Issued 


With the purpose of putting farm 
electrification upon a still firmer engi- 
neering base, the Committee on the 
Relation of Electricity to Agriculture, 
E. A. White, director, has just issued 
an analysis of electric uses on the 
farm. The study, entitled “Engineer- 
ing Analysis of Electric Uses on the 
Farm,” contains tables and _ charts 
dealing with farm operations, electric 
equipment, energy consumption and 
other pertinent data. 
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Kellogg Advocates “Honest” Plan 
on Federal Water Power Projects 


Says power features of TVA represent an economic waste to the 
country — Cites high cost of hydro over steam — Senator Norris g 
White House to discuss plans for a country-wide TVA 


Power features of the TVA repre- 
sent an economic waste to the whole 
country, whose taxes are used to fi- 
nance it, Charles W. Kellogg, presi- 
dent of the Edison Electric Institute, 
told the round-table conference at the 
Chamber of Commerce of the United 
States this week in Washington. 

Pointing out that the TVA is making 
an investment of $607 per kilowatt 
for the 380,000 kw. of firm power at 
the seven dams, Mr. Kellogg said that 
fixed charges on the investment, at 
50 per cent load factor, would put 
cost of power at 10.42 mills per kilo- 
watt-hour. He said that the same 
energy could be generated at slightly 
under 4 mills in a modern steam plant. 


TVA power a waste 


On this basis, it was held, the huge 
additional investment of $231,000,000 
for power alone, over the $74,709,000 
set by U. S. Army engineers for navi- 
sation, which would also effect flood 
control, “is not only not economical 
as a power proposition but hurts the 
employment situation of the coal min- 
ers. The power features of TVA, 
therefore, represent an economic waste 
to the whole country.” 

Advocating a five-point federal pro- 
gram, which, he said, would be “in 
the interest of public economy and 
fairness to all citizens,’ Mr. Kellogg 
urged a national water-power policy 
“both factual and honest.” 

Under “factual,” he said, should 
be considered the questions of (1) 
whether or not a given power develop- 
ment meets a reasonable public need 
and (2) whether’ such power develop- 
ment is the most economical that can 
be made. 

Under “honest” should be consid- 
ered whether the expenditures for a 
given power development are’ charged 
against power on a factual or on a 
political basis, he declared. 

Discussing his program, Mr. Kel- 
logg stated that if Congress would in- 
sist upon the findings of government 
departments in advance of any legisla- 
tion relating to power it should result 
in not only saving the waste of public 
money but also in avoiding the scan- 
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dal when hoped-for results are not 
achieved. 

At a White House conference, jp 
which Senator Norris, Benjamin Y, 
Cohen and J. D. Ross joined, plans 
for a country-wide TVA were dis. 
cussed. The plans are to include a 
definite legislative program. Senator 
Norris said that he thought action 
would be taken at this 
Congress. 


session of 


Kentucky Body Urges 
Adequate Wiring Plan 


More than two hundred representa. 
tives of the various branches of the 
electrical industry, including manu. 
facturers, jobbers, contractors, in- 
spectors and utilities, attended the re- 
cent meeting in Lexington, Ky., for 
the purpose of perfecting an organi- 
zation to carry on the promotion of 
an adequate wiring program in the 
state. 

A. L. Abbott of New York discussed 
the necessity of an adequate wiring 
program and what had been done na- 
tionally toward such an end. R. A. 
Nungesser, incandescent lamp depart: 
ment, General Electric Company, St. 
Louis, spoke on the benefits of ade- 
quate wiring. 

Hugh Nazor, Graybar Electric Com- 
pany, Louisville, was elected presi: 
dent; Walter Diecks, contractor of 
Louisville, vice-president; F. I. Fair- 
man, Kentucky Utilities Company, and 
G. C. Jones, vice-president of Lexing: 
ton Utilities, treasurer. A general 
executive committee composed of a 
least two representatives of each 
branch of the electric industry was 


elected. 
e 


Utility to Spend $2,000,000 


Texas Power & Light Company will 
spend more than $2,000,000 this yea! 
on expansion and improvements, 4 
cording to John W. Carpenter, pres 
dent. The company proposes to CoM 
struct about 2,000 miles of rural 
power lines this year, about the same 
as last year. 





ore 
du 
pa 






le 
at 


ot 


Us 
nl 


nta- 


the 


in- 
re- 
for 
ani- 


ade: 


Com: 
yresi- 
r of 
Fair- 
, and 
xing: 
neral 
of at 
each 
was 


00 
vy will 
; year 
g, ac 
presi: 
» con 
rural 
/ game 





| Michel 






Urge Campaign to Educate Public 


on Problems of Utility Industry 


Kellogg tells Missouri association that government propaganda is not 
justified by facts — Says public has confidence in work of industry — 
Continuance of advertising program recommended 


Citing the record as the essence of 
the future, utility men were urged to 
look forward by C. W. Kellogg, pres- 
ident of the Edison Electric Institute, 
before the record-breaking thirty-first 
annual convention of the Missouri 
Association of Public Utilities held 
at Excelsior Springs, Mo., last week. 
The registration of nearly three hun- 
dred was the largest the association 
has ever recorded at a convention. 

“We should not lose public favor 
by default,” said C. E. Michel, presi- 
dent of the association, in his opening 
remarks, wherein he recommended the 
continuance of the advertising pro- 
sram which the association has con- 
ducted for years in some 500 news- 
papers outside of the larger cities. 


Public education 


This is not propaganda, but a con- 
structive campaign of public educa- 
tion based on facts regarding the op- 
erations of private utilities, Mr. 
said. He pointed out that 
the best way to meet advancing costs 
is through selling and that the dealer 
is needed in order to do a complete 
sales job. 

“Come up out of the storm cellar,” 
said Mr. Kellogg, “The wind is not as 
strong as we thought it was.” In fact, 
he pointed out, there are distinct 
limitations to the power of propa- 
ganda. The government propaganda 
is not justified by the facts. People, 
on the whole, are now believing that 
the private utilities are doing a work- 
manlike job. However, the industry 
must see to it that public confidence 

gm to be justified by the nature 

if the service and the way the public 
is handled. 

While characterizing the utilities 
ict as a great tragedy to the industry, 
he expressed the hope that the famous 

“death sentence” section may be elim- 
inated or amended so as to be inef- 
fectual. 

Rural service should be considered 
a separate class of service, Grover 

Neff, Wisconsin Power & Light 

Company, Madison, Wis., stated, with 
ts own organization, having at least 
‘n@ rural service man to every 500 


Farms can and should use 
several times as much energy as urban 
residences, he insisted, and to attain 
this end rural service must be studied 
from the standpoint of value to the 
farmer. He recommended a survey to 
determine the size of the job to be 
done. 

The problems of maintaining utility 
service under flood conditions were 
covered by H. C. Blackwell, president, 
Cincinnati Gas & Electric Company, in 
a talk illustrated with numerous slides. 

Co-ordination of load building with 


customers. 


system planning was suggested by 
S. B. Williams, managing editor 
ELEcTRICAL Worutp, New York, as 


one way for utilities to share in the 
business upturn. 

In outlining the changing economies 
and social picture, Conrad H. Mann, 
former president of the Kansas City 
(Mo.) Chamber of Commerce, urged 
the utilities to educate their public 
and their employees with honest facts 
on the industry’s problems. 

Hoffman of New Jersey 
also urged that the public utilities 


Governor 


place their case before the public. 

At the end of the meetings Chester 
C. Smith, Kansas City Power & Light 
Company, was elected president; E. H. 
Lewis, Union Electric Light & Power 
Company, St. Louis, first vice-presi- 
dent; Ben C. Adams, Gas Service 
Company, Kansas City, second vice- 
president; Oscar F. Funk, Union Elec- 
tric Light & Power Company, third 
vice-president; Herman  Spoehrer, 
Union Electric Light & Power Com- 
pany, treasurer, and N. R. Beagle, 
Missouri Power & Light Company, 
Jefferson City, secretary. 


Senate Committee Reports 
on Cabinet Gorge Project 


The Senate Committee on Irrigation 
and Reclamation has reported favor- 
ably a bill providing for an investiga- 
tion into the feasibility of a power de- 
velopment at Cabinet Gorge, on the 
Clarks Fork of the Columbia River 
near the Idaho-Montana line. The 
power would be used both for pump- 
ing irrigation water on near-by private 
developments and for industrial pur- 
poses. 

The bill has already been passed by 
the House. It was amended by the 
Senate committee so as to appropriate 
$25.000 from general 
than from the special 


fund. 


funds, rather 


reclamation 





INFORMATION EXCHANGE—The power sales committee of the Missouri 
Valley Electric Association has inaugurated a plan of information exchange 
between power salesmen. 


other’s territories. 
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Special maps of the states in the region showing 
service areas and types of customers are used to acquaint the group with each 
Frank A. Graham, K. C. P.&L., and Ford Bates, Neb. Power 
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Urge Engineers Seek Realistic 


Solution for Bonneville Power 


McKee tells Northwest Electric Light and Power body that it is duty 
to make project a community asset — Cheap power alone will not 
attract industries to locality — Purton elected new chairman 


Engineers were urged to effect a 
realistic solution of the problem of 
putting Bonneville to work produc- 
tively by Paul B. McKee, president of 
Pacific Power & Light Company, last 
week in Portland before the engineer- 
ing and operation section of the North- 
west Electric Light and Power Associa- 
tion. Mr. McKee pointed out that “it 
is our duty to do everything we can 
to help make the Bonneville project 
an asset to the community.” 

He said that the electric companies 
in the area have co-operated in a 
constructive Bonneville development 
program from its inception. Mr. 
McKee urged a realistic solution to 
the power problem and asked that 
emotional action be discarded and 
fundamental principles be recognized. 

Stability studies, co-ordinated com- 
munication, distribution economies 
and other problems peculiar to con- 
ditions in the Pacific Northwest were 
discussed. Valuable ideas were con- 
tributed calculated to assist co-ordi- 
nated load growth and _ inter-system 
development. J. D. Hertz, Pacific 
Power & Light Company, and C. E. 
Cannon, Washington Water Power 
Company, led the discussion. Mr. 
Hertz described studies being made 
in the application of carrier current 
communication to distribution lines as 
a means of obtaining better control 
over the line crews and trucks, par- 
ticularly in emergencies. 

P. P. Ashworth, Utah Power & 
Light, pointed out the fallacy that 
low-cost power is a primary factor in 
attracting industry to a locality. By 
actual surveys among _ industrialists 
power was placed ninth to twelfth 
down the list of plant location factors. 
Mr. Ashworth stated that for this 
reason load growth depends upon 
more normal growth of communities 
and increasing utilization of existing 
customers rather than an influx of new 
industry to the Northwest. 

OQ. L. LeFever, Northwestern Elec- 
tric Company, described recent devel- 
opments in protection against oil fires. 
Other speakers included W. C. Main- 
waring, B. C. Electric Railway; George 
Wistling, Northwestern Electric; Joe 
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Hellenthal and M. T. Crawford, Puget 
Sound Power & Light; L. R. Gamble, 
Washington Water Power; J. D. Ellis, 
Northwestern Electric; H. L. Melvin, 
Ebasco Services; R. J. Davidson, 
Pacific Power & Light, and L. E. Kur- 
tichanoff, U. S. Army Engineers. 

Tom Purton, Idaho Power, was 
elected chairman for the coming year 
and A. Vilstrup, B. C. Electric Rail- 
way, vice-chairman. 

The four-day meeting was attended 
by more than 200 delegates from 
Oregon, Washington, Montana, Idaho 
and British Columbia. Technical 
papers on many phases of electrical 
engineering were read. 


Utility Again Rejects 
Offer to Sell Plant 


May 4 has been fixed tentatively as 
the date for the hearing on the order 
of the Tennessee Railroad and Public 
Utilities Commission for the Tennes- 
see Electric Power Company to show 
cause why its Nashville facilities 
should not be expanded. The utility 


MEETING—At the recent engineering and 

operation section of the Northwest Elec- 

tric Light and Power Association. Sitting, 

l. to r., Joe Hellenthal, section chairman, 

and Tom Purton, chairman. Standing, 

l. to r., Berkeley Snow, secretary, and 
A. Vilstrup, vice-chairman 
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plans to construct, at a cost of $2,000. 
000, a steam generating plant of 25. 
000 kw. capacity. 

Jo C. Guild, Jr., president of the 
utility, has refused to reopen negoti. 
ations with the electric power board 
of Chattanooga. In reply to a letter 
of Col. Harold C. Fiske, it was stated 
by Mr. Guild that the company would 
not accept the proposed $8,000,000 
for its distribution facilities in the city 
for it would leave the generating 
plants, valued at more than $25,000. 
000, a total loss. 


California Utility 
Bond Bill Is Signed 


Public ownership advocates _ in 
California scored a convincing victory, 
terminating a battle which has ex. 
tended over years, when they secured 
enactment of a state bill which permits 
cities and towns to issue revenue bonds 
for utility purposes on a majority 
vote of the people. It will become 
law 90 days after adjournment of the 
state Legislature. 

Gov. Frank F. Merriam, who vetoed 
a similar measure two years ago, ex: 
plained in signing the bill that he 
believed the strong support it had 
been given in both branches of the 
Legislature indicated it was the type 
of legislation the people want. He 
declared himself not in accord with 
majority vote provision, although he 
signed. 

Sponsored by Senator J. C. Garri 
son of Modesto, the bill establishes 
the machinery for setting up public 
utilities commissions in cities and 
towns and provides for acquisition. 
construction, operation, maintenance, 
extension, management and control 0! 
local public utilities by the revenue 
bond method. Local governmental 
units in California previously wert 
required to obtain a two-thirds volr 
of their citizens in order to issut 
revenue bonds. 

Vote on the measure was 38 to ! 
in the Senate, 65 to 10 in the A* 
sembly. 


Power Hearings Postponed 


The applicant having been requested 
to furnish certain additional inform* 
tion which will require further time 
for consideration, the Federal Powe! 
Commission has postponed to May N 
the hearing, originally set for Apt 
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22, on the application for merger of 
Somerset, Union & Middlesex Light- 
ing Company into the Public Service 
Electric & Gas Company of New 
Jersey. 

On application of the Minnesota 
Power & Light Company, licensee, the 
hearing on Project No. 346, Minne- 
sota, which was set for April 26, has 
been postponed to May 25. 


Tool Makers Discuss 
Latest Developments 


Representatives of leading tool 
builders attended last week the second 
machine tool electrification forum 
sponsored by Westinghouse Electric 
« Manufacturing Company in East 
Pittsburgh. Many new developments 
were discussed as a means of solving 
mutual problems of the tool and elec- 
trical manufacturers, including dy- 
namic braking of a.c. motors, wide 
speed range of d.c. drives, adjustable 
speed a.c. motors, electric welded tools 
and new standards of dynamic bal- 
ancing. 

Many interesting papers and discus- 
sions were presented by representatives 
of tool manufacturers as well as by 
Westinghouse works, design and ap- 
plication engineers. 

Inspection trips through the shops 
and laboratories where apparatus for 
new machine tool control is being de- 
veloped was an added feature of the 


meeting. 
+ 


Charge Aluminum Company 
Violates Anti-Trust Act 


Charging monopolistic control in 
violation of the Sherman Anti-trust 
Act, the Department of Justice last 
week entered suit against the Alumi- 
num Company of America, its sub- 
diary and associated companies, and 
tumerous directors and officers, and 
aked the court to enjoin the prac- 
tices complained of and to dissolve 
he company into several independent 
and competing organizations. The 
‘uit was entered in the U. S. District 
Court for the Southern District of 
New York. 


New EHFA Contracts Signed 


EHFA has announced that contracts 
tave been closed with La Fayette, Ga.; 
Fairbury, Neb., and Muscle Shoals, 
Ala, which own and operate local 
uunicipal utilities. 


Fogarty Says Attacks on Utilities 
Cannot Retard Industry Progress 


Sees evidence of growing public appreciation of soundness and advan- 
tages of private operation — System to spend $30,000,000 this year 
on improvements — Government still bitter toward utilities 


Expressing confidence in the future 
of the utility industry, James F. 
Fogarty, president of North American 
Company, told stockholders at their 
annual meeting this week that “at- 
tacks on the industry may come from 
quarters where generalization often 
fails to distinguish good from bad, 
but these cannot seriously retard prog- 
ress that is based upon economic needs 
and sound and constructive policies.” 

Mr. Fogarty said that there was 
evidence of a growing public appre- 
ciation throughout the country of the 
soundness and advantages of private 
operation of electric utilites as well 
as of the fact that the consumer and 
investor have a common interest. 


Electricity use higher 


Pointing out that the steady increase 
in use of electricity by residential 
customers of the company’s sub- 
sidiaries has resulted in an average 
use of 892 kw-hr. for the year ended 
March 31, as against 853 in the pre- 
ceding year, Mr. Fogarty said that the 
average price paid was 3.55 cents, 
against 3.59 cents a year ago. 

In preparation for future increase 
in demands for service the sub- 
sidiaries are providing additional gen- 
erating capacity and _ distribution 


facilities. Their construction program, 
he said, will call for expenditures of 
approximately $30,000,000 this year, 
as against gross expenditures of $17,- 
000,000 last year. About 85 per cent 
of expenditures this year will be for 
additions to the electric systems. 

Capacity of new generating facili- 
ties will aggregate 175,000 kw. The 
new units consists of 75,000 kw. in 
the Cahokia plant of Union Electric 
Light & Power Company of Illinois, 
50,000 kw. in the Ashtabula plant 
of Cleveland Electric Illuminating, 
35,000 kw. in Buzzard Point plant of 
Potomac Electric Power and 15,000 
kw. in the East Wells Street plant of 
Milwaukee Electric Railway & Light. 

Mr. Fogarty said that rates had 
been cut this year $500,000 by the 
Potomac company and $900,000 by 
the Cleveland company. 

Indicating the progress made in 
sales of electrical appliances last year, 
Mr. Fogarty said that in 1936 the sub- 
sidiaries added 109,400 refrigerators, 
as against 92,200 the year before. 
Electric ranges added were 11,250, 
against 6,860, and portable cookers 
were 35,100, against 13,900. Instal- 
lations of electric water heaters 
throughout the system showed a gain 
of 16 per cent. Air-conditioning 





TOOLMAKERS MEET—Representatives of leading tool manufacturers gathered at 
East Pittsburgh last week for the second machine tool electrification forum sponsored 
by the Westinghouse Electric & Manufacturing Company 
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equipment has also shown a sharp 
increase. 

Having withdrawn its suit contest- 
ing the constitutionality of the utility 
act and preparing final registration 
with the S.E.C., the North American 
system is studying a large-scale re- 
funding program with the intention 
of seeking new capital when the bond 
market becomes more favorable. 

In reply to a_ stockholder Mr. 
Fogarty said that he sees no let-up in 
the bitterness of the government 
toward the utilities. 


Electronics Program 


at Summer Session 


During the 1937 University of 
Michigan summer session an Electron- 
ics Institute, consisting of a special 
lecture and conference program in 
electronics, will be held at Ann Arbor, 
under the joint auspices of the Gen- 
eral Electric Company, Westinghouse 
Electric & Manufacturing Company 
and the Bell Telephone Laboratories. 

The lectures will be given by Dr. 
Saul Dushman and Dr. Lewi Tonks 
of the General Electric Research Lab- 
oratories, H. E. Mendenhall and F. B. 
Llewellyn of the Bell Telephone Labo- 
ratories, Dr. Joseph Slepian and Dr. 
R. C. Mason of the Westinghouse Re- 
search Laboratories, Prof. L. B. Loeb 
of the University of California and 
Prof. W. G. Dow of the University of 
Michigan. 

Courses in various cognate branches 
of electrical engineering, physics and 
mathematics will be included in the 
program. 


Seeks Rate Schedule Review 


Southwestern Gas & Electric Com- 
pany has filed a petition in Pulaski 
County, Ark., second division circuit 
court, seeking a review of a rate sched- 
ule recently fixed by the Arkansas De- 
partment of Public Utilities. The 
commission adopted the new schedule 
following complaints from the resi- 
dents of certain towns in western 
Arkansas that electricity rates of the 
company were too high. 


ee 
Southeast Meter Conference 


Announcement has been made of an 
annual short course and conference on 
electric meters and relays to be con- 
ducted May 31-June 5 by the College 


of Engineering, University of Florida, 
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Gainesville, in conjunction with the 
Florida Metermen’s Association. 

Utilities and municipalities particu- 
larly in Florida, Georgia, Alabama 
and South Carolina and others in the 
electrical industry will participate. 
New technical developments will be 
discussed and the present problems 
that confront the meterman and relay 
operator will be analyzed. 


eelings 


Edison Electric Institute—Annual tech- 
nical committees, Chicago, May 3-7; 
annual meeting, Chicago, June 1-4. 
Bernard F. Weadock, managing direc- 
tor, 420 Lexington Avenue, New York. 


Ameriean Institute of Electrical En- 
gineers—Northeastern district, Buffalo, 
N. Y., May 5-7; summer convention, 
Milwaukee, Wis., June 21-25. H. H. 
Henline, national secretary, 33 West 
39th St., New York, N. Y. 


National Fire Protection Association— 
Meeting, Chicago, Ill., May 10-14. A. R. 
Small, 207 East Ohio Street, Chicago, 
Ill. 


Refrigerating Machinery Association— 
Spring meeting, Hot Springs, Va., May 
12-13. J. M. Fernald, president, South- 
ern Building, Washington, D. C. 


Air Conditioning Manufacturers Associa- 
tion—Annual meeting, Hot Springs, Va., 
May 14-15. J. F. G. Miller, president, 
915 Southern Building, Washington, 
re AS. 


Northwest Electric Light & Power Asso- 
ciation— Accounting and business prac- 
tice section, Boise, Idaho, May 14-15. 
R. W. Miller, section chairman, Idaho 
Power Company, Boise, Idaho. 


National Electrical Manufacturers Asso- 
ciation—Spring meeting, The Home- 
stead, Hot Springs, Va., May 16-20. 
W. J. Donald, managing director, 155 
East 44th Street, New York, N. Y. 


American Society of Mechanical Engi- 
neers — Semi-annual meeting, Detroit. 
Mich., May 17-21. C. E. Davies, national 
secretary, 29 West 39th St., New York. 


Pacific Coast Electrical Association—An- 
nual convention, Hotel Huntington, 
Pasadena, Calif., May 20-21. 


National Electrical Wholesalers Associa- 
tien—Annual convention, The Home- 
stead, Hot Springs, Va., May 23-27. 
Alfred Byers, secretary, National Elec- 
trical Wholesalers Association, 165 
Broadway, New York, Y 


Southeastern Electric Exchange—Fourth 
annual conference, The Homestead, 
Hot Springs, Va., May 27-29. J. W. 
Talley, executive secretary, 308 Haas- 
Howell Building, Atlanta, Ga. 


Economic Conference for Engineers— 
Seventh annual meeting, Stevens In- 
stitute of Technology Engineering 
Camp, Johnsonburg, N. J., June 18-26. 


National Association of Credit Men— 
Annual convention, Hotel Stevens, Chi- 
eago, Ill., June 21-25. 


Canadian Electrical Association—Annual 
convention, Banff Springs Hotel, Banff, 
Alberta, June 21-24. B. C. Fairchild, 
secretary. 804 Tramways Bldg., Mont- 
real, Quebec. 


American Society for Testing Materials— 
Annual meeting, Waldorf-Astoria Hotel, 
New York, N. Y., June 28-July 2. 
R. E. Hess, assistant secretary. 260 
South Broad St., Philadelphia, Pa. 
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Utility Leader Hits 
Government Critics 


Criticism by the government of the 
electrical industry was deplored by 
Charles W. Kellogg, president of the 
Edison Electric Institute, at the clos. 
ing session of the annual convention 
of the Arkansas Utilities Association 
held at Hot Springs, Ark., last week. 
Mr. Kellogg said that there is “danger 
of a loss of morale in our operating 
forces. The torrent of abuse,” he said. 
“is particularly confusing when it is 
accompanied with the claim that all 
that is needed to correct all evils com- 
plained of is public ownership.” 

He charged that the government 
was “guilty of offering a bribe” when 
it sought to encourage municipal op- 
eration of electric companies by offer- 
ing 30 per cent of the cost through 
PWA. In spite of this campaign, Mr. 
Kellogg said, little progress has been 
made to undermine the industry. 

James H. Hill, Jr., was elected 
president of the association to succeed 
Al G. Whidden. Other new officers 
were C. B. Wilson and A. R. Watson, 
vice-presidents, and R. A. Ritchie was 
re-elected secretary and treasurer. 

Mr. Hill, president of Arkansas- 
Missouri Power Company, told the 
association that much of the labor mis- 
understandings which now confront 
the industry could have been avoided 
if the executive had availed himself 
of the opportunity to know his people 
better. 

Grover T. Owens, Little Rock law- 
yer, stated that the lack of additional 
regulation of utilities is proof that the 
industry is giving the public excellent 
service and a “square deal.” 


@ 
Accounting Group to Meet 


Accounting problems imposed on 
utility companies by recent legisla- 
tion will be given consideration at the 
twelfth annual meeting of the Ac: 
counting and Business Practice Sec- 
tion, Northwest Electric Light & Power 
Association in Boise, Idaho, May 1+ 
15, according to R. W. Miller, Idaho 
Power Company, Section chairman. 
Among these subjects are the new Na- 
tional Association of Railroad and 
Utilities Commissioners classification 
of accounts and payroll procedure to 
comply with the Social Security Act. 
K. M. Robinson, president of the 
Idaho Power Company, will open the 


meeting. 
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Rising by a second step from the 
dip recorded three weeks ago, the out- 
put of energy by the electric light 
and power industry during the week 
ended April 24 reached a total of 
2,188,124,000 kw.-hr., 14.3 per cent 
more than in the corresponding period 
of 1936, according to the Edison Elec- 
tric Institute. The rate of gain is 
somewhat smaller than that prevail- 
ing during March, because production 
in that month last year was affected 
by floods, but it is about equal to the 
average for the past six months. If 
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Knergy Output on Upward Trend 


1936 | 


WEEKLY OUTPUT. 


Sy 


VJFMAMUJVASONDUFMAMUJVASONDUFMAMUYVASOND 


this rate is maintained, even approxi- 
mately, it will signify that the pro- 
duction curve has already entered on 
its rising phase and that before the 
end of June operations will be up to 
last December’s peak. 

The high spot continues to be the 
Rocky Mountain region. The increase 


Weekly Output, Millions of Kw.-Hr. 
1937 1936 1935 


Apr. 24...2,188 Apr. 18..1,915 Apr. 20..1,702 
Apr. J7...2,173 Apr. 11..1,934 Apr. 13..1,725 
Apr. 10...2,176 Apr. 4..1,916 Apr. 6..1,700 
Apr. 3...2,147 Mar. 28..1,867 Mar. 30..1,713 
Mar. 27...2,200 Mar. 21..1,862 Mar. 23..1,725 
Mar. 20...2,211 Mar. 14..1,901 Mar. 16..1,728 


1937 
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of 27.5 per cent becomes even more 
striking in view of the 16 per cent 
gain in 1936 over 1935, and 14 in 
1935 over 1934. Most regions held or 
increased their gains. 


Per Cent Change from Previous Year 
———Week ended———___. 


Region Apr. 24 Apr. 17 Apr. 10 
New England +14.4 +14.5 +14.4 
Middle Atlantic +13.0 +12.5 +11.4 
Central Industrial. + 16.6 +15.5 +15.0 
West Central ae +10.1 + 8.0 + 8.0 
Southern States... +17.3 +16.0 +14.5* 
Rocky Mountain. + 27.5 + 37.5 +30.1 
}. ee + 4.1 + 4.1 + 5.6 
United States. +14.3 +j2.4 +13.6 
* Revised. 





Power Authority Sees 


Cheap Power Shortage 


The New York State Power Au- 
thority in its annual report recom- 
mended that the St. Lawrence seaway 
and power development project be 
undertaken without delay to insure 
an adequate supply of cheap power 
which will be needed in the future. 

The authority declared that in an- 
other decade the state will be faced 
with a serious shortage unless steps 
are taken without delay to make avail- 
able all the power potentialities of 
the St. Lawrence and Niagara Rivers. 

Failure to push harnessing of the 
St. Lawrence and the unused power 
of the Niagara River would compel 


production by steam plants of the 
equivalent of the power these two 
seats of hydro-electric power could 
provide. The report further said that 
this would increase the cost to con- 
sumers by at least $27,000,000 a 
year. “The emergency which the state 
will face, if public development of 
the St. Lawrence and Niagara re- 
sources is further delayed, is more 
serious than the figure would indi- 
cate,” the report stated. 


To Extend Service in Texas 
The Southwestern Gas & Electric 
Company proposes to extend its serv- 


ice in northeast Texas at an estimated 


cost of about $1.303.000. 
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Consolidated Edison Units to 


Spend $4,000,000 on System 


Westchester Lighting Company and 
the Yonkers Electric Light & Power 
Company, affiliates of Consolidated 
Edison, estimate that they will spend 
approximately $4,000,000 this year 
for extensions and improvements of 
gas and electric distribution systems to 
meet the demands for increased serv- 
ice as a result of the revival of build- 
ing activity in all sections servid. 

While no large individual building 
projects are planned, it is estimated 
that $4,000,000 will be needed for 
additional transformers, service exten- 
sions, transportation equipment and 
general improvements. 
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PALACE OF HECTRI 
will house the Morld’s 


as well as the Mrgest | 


SPIRES IN LIGHT — Floodlighting be lowered angfised 
tests by engineers of General Electric building will @ hou 
Company, Ltd., in collaboration with advancement offlectric 


H.M. Office of Works, at St. George’s I 


Chapel, Windsor, in preparation for 


the coronation celebrations 
General Electric Co. Ltd. 


SAFETY CONTEST — Wisconsin Public Service 


Corporation lineman Hildebrant studying life-sized oo aE Ee 
: 3 x : ; g : — * “=o 

baby white elephant of wood which goes to de- er 5p wae ee ae 

partment which has most lost-time accidents. At 5 at an Pe Sie te ae 


e 


present it is in President J. P. Pulliam’s office 
because the company has not had an accident 
in three months 


A ert: 
BABY WHITE ELEPHANT 


fu. BE BACK TO HAVE 
YOU TAKE CARE OF 
ME IF YOU HAVE A 
LOST TIME ACCIDENT 







IN PICTURES 





Bonney 
‘E OF MECTRICITY—This large building for the Paris Exhibition 
use theMforld’s largest painting depicting the history of electricity, 
as the irgest lighthouse beacon and movie screen. The sign can 
ered andfaised at will to provide space for the movie screen. The 
g will Mp house a great deal of electrical apparatus showing the 
ment oflectrical science. Science and engineering meetings will 

be held during the exhibition 





on the Columbia River. 


RECORD MISSOURI MEETING—Nearly 300 registrations 
a the thirty-first annual convention of the Missouri Asso- 
elation of Public Utilities, Excelsior, Mo., last week marked 





a new high in attendance record 





Acme 
SHIP LOCK—A giant crane lifting a tug over the temporary bulkhead pending 
the completion of the lock at the Bonneville Dam, huge federal power project, 


The lock will permit passage of ocean-going vessels 












Public Service Elects 
Steinmetz Vice-President 


H.P.J. Steinmetz, general sales man- 
ager of the Public Service Electric & 
Gas Company, Newark, N. J., was elec- 
ted vice-president in charge of sales at 
a meeting of the board of directors 
held last week. Mr. Steinmetz has 
been associated with Public Service 





since 1907 when he entered its employ 
following graduation from New York 
University. After holding various posi- 
tions in the auditing and commercial 
departments he was named general 
sales manager in 1931. 

Mr. Steinmetz has been active on 
the sales committee of the Edison Elec- 
tric Institute since its formation. He 
is at present a member of that com- 
mittee and chairman of the electrical 
housewares committee. 

George H. Blake, who has been gen- 
eral solicitor of the Public Service 
Corporation of New Jersey, was 
elected vice-president and general so- 
licitor. Robert A. Zachary, who has 
been executive assistant to Vice-Presi- 
dent Edmund W. Wakelee, was ap- 
pointed assistant vice-president in 
charge of public relations. Lyle Mc- 
Donald was made controller and W. 
J. Reynolds assistant controller. 
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The directors reappointed all other 


officers. Thomas N. McCarter, was 
elected president for the thirty-fifth 
consecutive time. 


Howard Ehrlich Elected 
Executive Vice-President 


Howard Ehrlich, editor of ELEc- 
TRICAL WoRLD and for the past three 
years vice-president of McGraw-Hill 
Publishing Company in charge of 
electrical publications, has taken over 
the additional responsibilities of ex- 
ecutive vice-president of the company. 

Mr. Ehrlich’s publishing experience 
has been almost entirely with elec- 
trical publications, starting in 1910 
with the Electrical Review and West- 
ern Electrician, of which he became 
editor and general manager. In 1920 
he resigned to form the Electrical 
Trade Publishing Company, which 
created Jobbers Salesman, now Elec- 
trical Wholesaling. Then came the 
EMF Year Book, forerunner of the 
ELectricaL Wortp and Electrical 
Contracting Buyers Reference num- 
bers. Later Electrical Contracting and 
then Mill Supplies were added. These 
publications are now a part of the 
McGraw-Hill group of magazines. 

+ 


> EpMuNp D. KENNEDY, formerly ad- 
vertising manager of the Hays Corpo- 
ration in Michigan City, Ind., is now 
connected with the advertising depart- 
ment of the Copperweld Steel Com- 
pany of Glassport, Pa. Mr. Kennedy 
had been associated previously with 
the Westinghouse Electric & Manu- 
facturing Company, East Pittsburgh, 
and the National Electric Company at 
Pittsburgh. 


> James C. ZANCKER has resigned as 
vice-president and general manager of 
Electrical Products Corporation of 
Oregon. Mr. Zancker will remain as a 
member of the board of directors. 
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J. A. Bullock Named Manager 
of Western Colorado Power 


Five important changes have been 
made in the Utah Power & Light Com- 
pany organization. James A. Bullock, 
manager of the company’s Preston, 
Idaho, division, has been appointed 
general manager of the Western Col- 
crado Power Company. Mr. Bullock 





succeeds J. A. Clay, who will become 
associated with the company’s engi- 
neering and operating department at 
Salt Lake City. Mr. Clay will retain 
the position of vice-president of West- 
ern Colorado Power. 

Mr. Bullock brings to his new ex- 
ecutive position a background of many 
years in the public utility field. Back 
in the days of the Telluride Power 
Company, predecessor of the Western 
Colorado company, he was first con- 
nected with the industry under L. L. 
Nunn at various power plants in 
Colorado. He became associated with 
the Utah Power & Light Company in 
1916 in the field of selling. In 1930 
he was made manager of the Preston 
division. 

Mr. Clay went to Colorado in 1905 
to finish the construction of the Ani- 
mas Power & Water Company. When 
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the Western Colorado Power Company 
was organized he was made general 
manager and in 1931] he was given 
supervision of engineering and opera- 
tions with the title of vice-president 
and general manager. 

At the Provo, Utah, division of the 
Utah Power & Light Company, a 
change has also been made. George 
L. Ellerbeck of Salt Lake City, past- 
superintendent of industrial power 
sales, was named new manager. He 
succeeds W. E. Fleetwood, who be- 
cause of ill health, will take an ex- 
tended leave of absence. Succeeding 
Mr. Ellerbeck in the Salt Lake gen- 
eral office as superintendent of indus- 
trial sales is D. H. Hutchinson, who 
has been connected with Utah Power 
since 1934. R. R. Rowell, commercial 
superintendent of the Western Colo- 
rado Power Company, will take the 
position of manager of the Utah 
Power & Light Company’s Preston di- 
vision, succeeding J. A. Bullock. 

- 
> Robert SEVER HALE, formerly su- 
perintendent of special research for 
the Boston Edison Company, has been 
retained by the federal court in Chi- 
cago as a special investigator in con- 
nection with the proposed reorganiza- 
tion of the Utilities Power & Light 
Corporation under Section 77 B of the 
National Bankruptcy Act. 

: 


PLarayeTte C. REYNOLDs, former 
comptroller of the American Writing 
Paper Company, has been retained by 
the Holyoke (Mass.) Gas & Electric 
Department as consulting engineer in 
connection with anticipated litigation 
with the Holyoke Water Power Com- 
| pany over local mill power rights. Mr. 
| Reynolds has also been retained by the 


| 





Writing Paper company as engineer- 
ing consultant in a similar connection 
and has established offices in Holyoke 
in connection with this consulting 


practice. 
e 


» Cot. Peter O. Knicutr of Tampa, 
Fla., was the recent recipient of an 
unusual tribute on the forty-fifth anni- 
versary of his founding of the Tampa 
Electric Company. A full page of the 
Tampa Morning Tribune was devoted 
to a birthday letter to which was ap- 
pended the facsimile of the signatures 
of the companys 648 workers. 
e 

> Ropert B. Capron has been ap- 
pointed distribution engineer for the 
St. Lawrence area of Niagara Hudson 
Power Corporation with headquarters 
at Potsdam, N. Y. His work will con- 
sist principally of planning distribu- 
tion construction and revision to in- 
sure adequate service to increasing 
load in that area. Mr. Capron joined 
the Utica Gas & Electric Company, 
now a Niagara Hudson subsidiary, in 
1928 as a cadet engineer. Subsequent- 





















































































































































AT ANNUAL STOCKHOLD- 
ERS’ MEETING — Owen OD. 
Young, arrives at Schenectady in 
a jubilant mood to attend the 











annual stockholders’ meeting. 








Gerard Swope is shown with H. 








Church of Boston, a_ veteran 














stockholder, who regularly at- 
tends the annual meeting of the 














company. General Electric has 
just reported the largest first 














quarter in its history 
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ly he worked in the distribution engi- 
neering department, as assistant distri- 
bution engineer, and since the an- 
nouncement of the Niagara Hudson 
rural extension plan in 1935, he has 
devoted his time primarily to super- 
vision of line extension layout work. 
Mr. Capron is a member of the 


A.LEE. : 


2 

P Oxiver M. Ricés, for the past three 
years superintendent of elctrical distri- 
bution, Lynn (Mass.) Gas & Electric 
Company, has been appointed sales 
manager of the American Electric 
Service & Maintenance Company, with 
headquarters at Springfield, Mass. Mr. 
Riggs has been with the Lynn com- 
pany for about twelve years, before 
which he was connected with the 
United Electric Light & Power Com- 
pany at New York City. He is widely 
known in Eastern utility circles as a 
distribution engineer. 


OBITUARY 
Dr. R. H. Fernald 


> Ropert H. FERNALD, widely known 
engineer, who, since 1930, had been 
dean of the Towne Scientific School at 
the University of Pennsylvania, died, 
of a heart ailment, April 24 in the 
University of Pennsylvania Hospital. 
He was 65 years of age. 

Dr. Fernald had been associated 
with educational work for about 44 
years. In the course of his career he 
conducted investigations for the 
United States Geological Survey and 
the Bureau of Mines and had served 
as consulting engineer to various of- 
ficial bodies. He was at one time con- 
sulting engineer to the Pennsylvania 
Public Service Commission, was engi- 
neer member of the power survey of 
Pennsylvania and was a member of 
the executive committee of the Third 
World Power Conference. 

Dr. Fernald was joint author with 
George A. Orrok of “Engineering of 
Power Plants” and was a contributor 
of many articles to technical journals. 
He was a past-president of the Cleve- 
land Engineering Society and was a 
member of many other scientific and 
engineering associations. 

. 
> Georce H. Peterson, for many 
years connected with the generating 
department of the Boston Edison Com- 
pany and its predecessor in the Wo- 
burn, Mass., area, died recently at the 
age of 65. 


(1503) 13 


































$e See ee 


BG eee 
Sa 
PS: 


To Spend $3,000,000 
at Edgewater Plant 
The Edgewater, N. J., plant of the 


Aluminum Company of America will 
be made the second largest aluminum 
rolling mill in the United States, as a 
result of proposed expansions, accord- 
ing to Edward H. Grotefend, manager. 
Mr. Grotefend announced that $3,000.- 
000 of the $26,000,000 expansion pro- 
gram of the company, announced re- 
cently, would be used in Edgewater, 
partly for replacement of old equip- 
ment, but largely for construction of 
a new rolling mill with special ad- 
vantages. 

The company recently announced 
a wage increase of 5 cents an hour for 
7,000 workers at its three Pittsburgh 
district plants, the third increase 
within five months. These increases 
place the minimum wage at 63 cents 
an hour, with most workers at sub- 
stantially higher levels. 


Westinghouse Gets Contract 


Secretary of the Interior Harold J.. 
Ickes has announced award of ccn- 
tract covering two large oil circuit 
breakers and lightning arrester equip- 
ment, to be installed in the Boulder 
Dam power house, to the Westing- 
house Electric & Manufacturing Com- 
pany on its bid of $108,280. The suc- 
cessful bid was the lowest of six pro- 
posals received. 


Allegheny Steel to Install 
Twenty-five-Ton Furnace 


Adding 3,000 tons a month to its 
production capacity, the Allegheny 
Steel Company has commenced instal- 
lation of an additional 25-ton electric 
melting furnace for the production of 
specialty steels at its plant in Brack- 
enridge, Pa. Costing $150.000, the 
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AND MARKETS 


project involves hiring approximately 
200 men and the relocation of a brick 
laboratory building to make room for 
the necessary plant extension. The 
company reports an increasing volume 
of business. Its orders for stainless 
steels booked during March were the 
largest for any month in its history, 
according to W. F. Detwiler, executive 
vice-president. 


Manufacturers Issue 
Quarterly Reports 


Among the reports recently released 
by electrical manufacturing companies 
are the following: 


CLarK CONTROLLER—Preliminary report 
for March quarter, profit before Federal in- 
come taxes, $148,371, against $52,518 before 
Federal taxes in first three months of 1936. 


CuTter-Hammer, Inc.—Quarter ended 
March 31, net profit, $450,784, equal to 
$1.36 each on 329,999 capital shares, against 
$232,343, or 70 cents a common share, a 
year before. 


McGraw EL ectric—Twelve months to 
March 31, net profit, $1,134,271, equal to 
$4.80 a share on 236,396 capital shares. In 
corresponding twelve months of previous 
year, net profit—$626,573 or $2.65 a share. 
Net sales for these periods totaled $5,894,- 
469, against $3,937,520, respectively. 

CATERPILLAR TRACTOR Company—Net 
profit first three months of this year, $2,773,- 
368 after depreciation, interest, provision for 
Federal taxes, but before deducting any 
amount which may become due for sur- 
taxes on undistributed earnings. In the first 
quarter of 1936, the net profit amounted to 
$1,936,778. Sales for the period increased 
to $17,477,106 from $12,093,649 in the three 
months of the previous year. 


Jouns-MANvVILLE CorporaTion—Net profit 
(including subsidiaries) for the first three 
months of 1937, $1,021,918 after all charges 
and provision for depreciation, depletion 
and income tax accrual, but before surtax 
on undistributed earnings. After preferred 
dividend requirements, the profit is equiva- 
lent to $1.05 a share on 850,000 shares of 
common stock outstanding on March 31. In 
the first quarter of 1936 earnings totaled 
$176,764, or 5 cents a share based on the 
same capitalization. Sales of the company 
during the first quarter of this year aggre- 
gated $13,001,665, compared to $8,410,865 in 
the first three months of 1936 an increase 
of 54.6 per cent. 
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N.E.M.A. to Assist Plan 
of Welding Society 


Recognizing the important functions 
of the American Welding Society as 
a technical spokesman for the welding 
industry, the N.E.M.A. electric weld- 
ing section has voted to furnish finan- 
cial support for the expansion pro. 
gram which the society recently pro- 
posed. 

A matter of immediate importance 
is the co-ordination of tests of men, 
machines and filler metal, so as to re. 
lieve some of the unnecessary burden 
which a great duplication of test re- 
quirements has brought about. It is 
also very desirable to increase the 
membership of the society, and espe: 
cially to secure members from a larger 
number of industrial companies. 

N.E.M.A. will underwrite the new 
A.W.S. program to the extent of 
$10,000. At the March meeting of 
the N.E.M.A. welding section a co- 
ordinating committee was appointed to 
work with the management committee 
of the A.W.S. and to make this fund 
available as it is required for sup- 
port of the new activities. 


Air Unit Sales Broke 
Record in First Quarter 


Sales of installed equipment sold 
by members of the Air Conditioning 
Manufacturers Association broke all 
records in March and the first quar 
ter. March sales totaled $17,137,870. 
against $5,531,656 a year ago, accord: 
ing to William B. Henderson, exec’ 
tive vice-president of the association 
This compares with $7,360,000 ™ 
February and $7,152,000 in January. 

Sales for the first quarter totaled 
$31,648,290, against $11,005.980 : 


year ago. The previous best quartet 
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was April-June, 1936, when sales were 
$16,586,170. The best three successive 
months last year were May-July, when 
sales totaled $17,772,212. 


New Sales Assignments 


Electrical manufacturing companies 
have recently made the following as- 
sienments on their sales staffs: 


H. O. Hartdegen, sales engineer, Driver- 
Harris Company, will take chage of territory 
comprised of northern New York State and 
eastern Pennsylvania. He will also handle 
some accounts in the New Jersey territory. 
This territory was formerly assigned to J. B. 
Shelby, who has now been advanced to the 
management of the foundry division where 
he will act as co-manager with J. Sammon. 

E. J. Ford of Omaha, Neb., has joined 
the sales staff of W. N. Matthews Corpora- 
tion to represent the company in western 
lowa and eastern Nebraska. 

C. A. Williams has been appointed south- 
ern district manager of the Union Metal 
Manufacturing Company with offices at New 
Orleans; J. D. Lang, middle Atlantic dis- 
trict manager with headquarters at Ballti- 
more, and Harvey S. Tonks special repre- 
sentative with office in New York City, co- 
operating with D. E. Smedes, New York 
district manager. 


Locke Insulator Additions 


Locke Insulator Corporation has 
completed a 50x430-ft. tunnel kiln and 
is now constructing a 55x128-ft. addi- 
tion to its plant in Baltimore, Md. 
The company plans to ask for bids 
soon on another plant addition to be 
two stories, 100x180 ft. 


Air Condition New Building 


The new Wolcott Building in 
Hutchinson, Kansas, one of the largest 
in the State, will be completely air 
conditioned by the Carrier Corpora- 


tion. 
* 


Circuit Breaker Contract 


Westinghouse Electric & Manufac- 
turing Company has been awarded a 
contract by United States Engineer 
Office, Second District, Portland, Ore., 
for furnishing ten oil circuit breakers 
for Bonneville, Ore., hydro-electric 
project, at a price of $162,580. 





New York Metal Prices 


April 20,1937 April 28, 1937 
Cents per Cents per 


Pound ‘ound 
Copper electrolytic. . 15.50* 14. 50* 
1 Am. S. & R. 

MGs ccxenues 6.00 6.00 
Antimony.......... 15.875 15.875 
lickel ingot........ 35.00 35.00 
Te So: «areas _7.35 7.10 
a a aie 57.375 57.25 
_. ares 20-21 20-21 


* Delivered Connecticut Valley. 


Field Reports on Business 


Reports to the ELEcTRICAL Wortp from the field indicate that the 
temporary tension caused by the labor situation has eased some- 
what and business is again on the up-grade. Utility buying continues 
at a brisk pace and industrial business is perceptibly better. Sales 


of electrical appliances are being maintained on a high level. 


PACIFIC COAST 


Industrial business, which has lagged 
somewhat behind utility buying and resi- 
dential building, is perceptibly better and 
contractors report many fair-sized buildings. 
Machinery orders reflect this increased in- 
dustrial activity, including orders for two 
turbine gear sets size 500 hp., value $25,000, 
for an oil refinery; $15,000 of circuit break- 
ers and switchgear equipment for an Ha- 
waiian sugar plantation; three sets of 100- 
kva. switchgears, value $20,000, for gold 
dredging service, and $10,000 pumping mo- 
tors for various food companies, besides 
capacity orders for meters and small distri- 
bution transformers. 

Larger hotels and apartment houses are 
recording a good volume, represented by a 
twelve-story Los Angeles apartment, motor- 
hotels and trailer courts in a variety of lo- 
cations, a hotel at Palm Springs and a 
$4,000,000 hotel to be completed in San 
Francisco prior to 1937 exposition. 

Utility purchasing includes two trans- 
formers, three phase, 1,500 kva., value $15,- 
000, for Bay area; heavy ordering of larger 
distribution transformers prior to price ad- 
vance, two Westinghouse 230-kva. oil circuit 
breakers and one lightning arrester, total 
value $110,000, for Boulder power plant, 
with six disconnecting switches still to be 
ordered. Los Angeles buying has included 
circuit breakers and an $80,000 municipal 
lamp contact. The REA has allotted $65.- 
000 for 54 miles of rural lines near Jewell, 
Ore., and 13 miles is to be constructed near 
Tanner in Seattle area. Stocks are some- 
what better than in March and early April 
and are being stabilized after confusion 
of months of sharp advances and consequent 
tendency to over-buying. Prices of steel are 
steady, whereas bare copper has decreased 
about 10 per cent and insulated copper 
wires about 5 per cent. 


NEW ENGLAND 


Orders for industrial electrical equipment 
continue to lead in a buying market which 
features a wide spread of interest. A major 
support, still strong after four months of 
unusual activity, is the machine and tool 
making industry; recently one prominent 
manufacturer delivered more than 1,800 
fractional-horsepower motors to appliance 
and tool manufacturers in this district. 
Small motors up to 10 hp. are in active 
demand and the purchases show a tendency 
to stock up. Increased production by one 
well-known manufacturer in this district has, 
so far, enabled them to make prompt de- 
liveries; on the other hand, representatives 
of manufacturers situated outside this area 
are having difficulty in getting orders filled 
within the time buyers are asking. 

Small switch and control equipment is 
moving steadily. Air-conditioning supplies 
are being quoted on an encouraging volume 
of proposed installations. In southern New 
Hampshire more than $25,000 is involved in 
air-conditioning supplies. Industrial electric 
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heating equipment sales in the area serveu 
by the Boston Edison Company are ahead of 
last year to date. 

Street lighting is very active. The Bangor 
airport has purchased from the Westing- 
house company a 36-in. rotating beacon, 
30 border lights, ten range lights and twelve 
observation lights, besides a ceiling projec- 
tor, altogether amounting to about $5,284. 

Merchandising is advancing; refrigerator 
sales are tending toward a marked gain 
over last year. 


NEW YORK 


Continued improvement in business, over- 
coming attacks and “crack-downs” by the 
Administration, is causing a change in 
sentiment of business leaders for the bet- 
ter. The high rate of steel production and 
car-loadings, as well as retail sales in all 
lines, indicates purchasing power in large 
volume. Utilities in this section are keeping 
pace in construction programs. Electrical 
manufacturers report large-scale forward 
orders for equipment and heavy machinery 
both from utilities and industrial concerns. 

The recent drop in commodity prices has 
stimulated forward purchases, for it is felt 
that present levels may hold only for a 
relatively short time. Higher prices, for 
both finished and unfinished goods, is an- 
ticipated in the future. 

The continued rise in volume of residen- 
tial building has stimulated electrical wir- 
ing and furnishing business. Appliance sales 
campaigns, especially of water heaters and 
ranges, are proving highly gratifying. 


CHICAGO 


Electrical business in this area last week 
continued on an even keel, with the volume 
substantially ahead of the same period last 
year. Seasonal recessions were apparent in 
some lines, but were offset by increases in 
others, particularly in the industrial equip- 
ment field. Purchasing by utilities is going 
forward at an accelerated pace. Manufac- 
turers of heavy equipment report sufficient 
orders to keep production at a high rate. 
Wire and cable business continues at a 
brisk pace. 

The Federal Reserve Bank estimates that 
$320,000,000 will be spent this year in the 
Chicago district for improvements and ad- 
ditions to buildings and equipment. Of this 
amount $105,000,000 will be spent by utili- 
ties and $17,928,000 for machinery, tools 
and electrical equipment. Air-conditioning 
installations during the past month increased 
sharply over the same period last year and 
the number of inquiries being received indi- 
cates good future business. 

Electrical contracts recently awarded on 
PWA projects include $83,773 on four 
schools, $8,759 for fixtures in a hospital 
and $32,389 on bridge equipment. Other 
orders reported last week include 1,200 5/8- 
in. copper ground rods, 1,000 porcelain 


enamel reflectors and 2,400 traffic signals. 
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Utility Stocks and Bonds Continue Lower 
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Utility stock prices last week were the lowest since the week ending January 


4, 1936. “Electrical World” 


index, 103.9; March, 


Ohio Utility Makes 
$4,500,000 Offering 


Offering of a new issue of $4,500,- 
000 of first mortgage 4% per cent 
bonds has been made by the Marion- 
Reserve Power Company at 98 per 
cent and accrued interest from April 
1, 1937 to date of delivery. The bonds 
are due in 1952. 

Proceeds from this financing, to- 
gether with $750,000 ten-year serial 
notes, 4,900 haien of preferred stock 
and current cash, will be used to re- 
tire all of the present indebtedness 
of the company. 

Upon completion of this financing, 
the capitalization of the company will 
consist of $4,500,000 first mortgage 
bonds, 4% per cent series due 1952; 
$750,000 ten-year serial notes (inter- 
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index, 33.8; 
Bond prices for April were the lowest since October, 1935. 


last week, 34.6; 


1937 high, 41.5. 
“Electrical World” 


104.7; February, 105.8; January, 106.2 


est rate 3 to 5 per cent); 18,884 
shares of $5 preferred stock (cumula- 
tive, no par value), and 20,000 shares 


of no-par common stock. 


e 
Appeal From Tax Assessment 


General Gas & Electric Company of 
Wilmington, Del., and affiliated corpo- 
rations have petitioned the United 
States Board of Tax Appeals for re- 
lief from an extra income tax assess- 
ment of $5,503,648 for 1929. The 
assessment included a_ penalty of 
$286,441. 

e 


New York Merger Completed 


New York Central Electric Corpora- 
tion has been merged into New York 
State Electric & Gas Corporation. The 
elimination of this important operat- 
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ing company marks a further step in 
the simplification of the corporate 
structure of Associated Gas & Electric 
System. This brings to 344 the nun. 
ber of companies of the Associated 
system which have been dissolved, 
merged or otherwise disposed of since 


1922. 


Doherty Sees Danger 


in Inerease in Taxes 


Because of the large investment of 
Cities Service Company in the petro- 
leum industry and natural gas pipe 
lines and other non-utility activities, 
Henry L. Doherty, president, stated 
in the annual report that the utility 
act would place the non-utility sub- 
sidiaries at a distinct disadvantage in 
competition with other companies in 
these lines of business. 

Mr. Doherty stated that it is highly 
important that the constitutionality 
of the act be determined at the earliest 
possible date, so that consideration 
may be given to such corporate rear- 
rangements as may be necessary. 

Gross operating revenues of the 
system for 1936 totaled $193,593,911, 
as against $192,797,937 in 1935. 
Net income was $6,965,496, against 
$5,856,265. The consolidated balance 
sheet showed assets of $1,267,788,666, 
including current assets of $104,867, 
300. Current liabilities were $53,780,- 
833. Bank loans totaled $17,001,158, 
of which $9,393,658 were secured. 

Mr. Doherty called attention to the 
alarming increase in taxes. He said 
that the total tax burdens on the prop: 
erty and business of the system have 
increased 78 per cent in the last five 
years. 

Last year nineteen corporations 
were eliminated from the company’s 
corporate structure. This policy of 
simplification has resulted in the 
elimination of 91 companies in the 
last three years. 





Utilities Earnings 


Net Income 
1937 1936 

Commonwealth & . $14, 244,593 $9,756,440° 
Conn. Light & a 4,621,102 ert 
Consumers Power (ae.) 9350,553 
Tennessee _ — 2'338, 596 2 
Georgia Pwr.. ik 5,196,448 
Ohio 4,380,506 < 
Standard Gas & Elec... 2,098,413 : 
Virginia Elec. & Pwr. 3,192,708 
Detroit Edison & subs. 10,594,400 10,5 513,798 
Central Illinois Light.. 2,003,700 9 198,198 
Tampa Electric C 1,403,000 1 314,806° 
Engineers Public Serv. 3,007,632 1/851,951 
Consol. Edison Co. 

of N. Y., Inc.... $39,085,352 $32,563,785t 


* Twelve months ended Feb. 28. 
+ Twelve months ended Jan. 31. 
t Twelve months ended March 31. 
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Unitor—When the Unitor Corporation of 
Detroit developed its “Unitor” it had in 
mind the idea of a centralized unit of mul- 
tiple appliances for use in the kitchen of 
the home or apartment. Powered by a 1/4- 
hp. electric motor, this unit may be plugged 
into any convenient electrical outlet and put 
to work. By attaching one of a number 


Unitor 


of various devices, it will do such varied 
things as wash, rinse and dry dishes, scour 
pots and pans, wash or dry-clean clothes, 
iron and press clothes, mix, whip and ex- 
tract, grind and chop foods, and even sepa- 
rate cream for the rural user. When not 
in use. it may be swung out of the way, 
beneath the sink. 


Mancanin—Three types of manganin are 
offered by the Wilbur B. Driver Company of 
Newark, N. J., for precision resistance use. 
These are round wire, with a resistivity of 
290 ohms per circ.mil-ft., and strip, with 
resistivities of either 230 ohms per sq.mil-ft. 
or 185 ohms per sq.mil-ft. In no case, 
declares the company, will the thermal emf. 
against copper exceed 0.0025 mv. per degree 
between 0 and 100 deg. C., nor will the 
temperature coefficient of resistance exceed 
0.000025 between 15 and 75 deg. C. 


Humiirier—“Humidaire” is an automatic 

humidifier offered by the Electro Heater 
Manufacturing Company of Duluth, Minn., 
for home use. Connected directly to the 
water supply, it requires no filling; having 
h0 motors, blowers or sprays, it is noiseless. 
umidity can be controlled according to 
Weather conditions, it is said; device oper- 
ates on 115 volts, has a three-heat switch 
~250, 500 and 1,000 watts. 


Lonc-Winpep after-dinner speakers will 
_ be pleased to learn of a device made 
Y members of the British Electrical Power 


‘Ngineers’ Association to keep speeches 
Within the ten-minute limit. Electrically 
operated, the device has a large face with 


EQUIPMENT 





a protruding tongue. When speakers start 
talking the tongue moves slowly, and, after 
eight minutes, one of the eyes winks. If 
the speaker continues after ten minutes the 
device throws the hall into darkness. 


CommerciAL Fans—Oscillating and non- 
oscillating “Whirl-aire” fans for commercial 
use are included in the new 1937 line of 
fans announced by the Westinghouse Elec- 
tric & Manufacturing Company, which char- 
acterizes the line as “completely new.” 
Twenty-four inches in size, these fans are 
said to deliver 4,850 cu.ft. of air per minute 
one foot in front of the fan or 9,250 cu.ft. 
per minute four feet in front of the fan. 
Counter and floor models are available, with 
the new “Ultra Quiet” blades of Micarta. 
Motor is designed for long-hour, heavy-duty 
use and is cushioned in rubber. Oscillator 
is totally inclosed and built into the motor 
housing. 


SumMeER Coo_ers—Reminding us that the 
season of cool drinks is not far away, the 
appliance and merchandise department of 
General Electric Company, Nela Park, Cleve- 
land, announces new developments in com- 
mercial refrigeration. New portable bever- 
age coolers have a storage capacity of 150 
6-0z. bottles and a cooling capacity up to 56 
bottles an hour. A new line of milk and 
cream coolers feature self-contained models, 
with deck-mounted “Scotch Giant” refriger- 





Beverage Cooler 


ating machines—a recent development—and 
are available for either wet or dry storage. 
Three water coolers, a bottle type and 
faucet or bubbler type pressure models, are 
said to cool 3%4 gal. of water per hour 
from 80 deg. to 50 deg. 


PortasBLte X-Ray Unit—St. John X-Ray 
Service, Inc., of Long Island City, N. Y. 
has constructed a portable X-Ray unit, 
mounted on a trailer chassis, for shop and 
field inspection of welded structures, piping 
and the like. A ray- and shock-proof tube, 
with 30 ft. of cable, is used. It will pene- 
trate three inches of steel in a one-minute 
exposure, according to the company. 
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TECHNICAL BULLETINS 


Vottace Drop Catcutation—A_ new 
method for calculating voltage drop in dis- 
tribution lines is demonstrated in Form 
No. 3419, issued by the Products Protec- 
tion Corporation, 230 Park Avenue, New 
York. Effect of using Permittors in reduc- 
ing voltage drops at both peak and light 
loads is pointed out. 


ELectricaL Girt Montu—Complete de- 
scription of the promotion for the 
Electrical Gift Month, sponsored by the 
Edison Electric Institute and thirteen lead- 
ing manufacturers of electrical appliances, 
is contained in the Plan Book. Copies are 
available, at 10 cents each, from institute 
headquarters, 420 Lexington Avenue, New 
York. 


Wire ano CasLe—Paranite Wire & Cable 
Corporation, Jonesboro, Ind., has recently 
published a catalog illustrating and describ- 
ing standard types of wires and cables in 
common use for light, power and control 
wiring in industry and in the home. In 
addition to the complete listing, some of 
the machines used in various manufactur- 
ing operations are illustrated. Part III of 
the catalog is devoted to technical data, 
including motor data, various information 
on copper wires and cables, appliance cord 
application chart and wiring application 
table. 


Summer Cooiinc—Results of an exhaus- 
tive investigation of summer cooling are 
reported in Bulletin No. 290, published by 
the Engineering Experiment Station, Uni- 
versity of Illinois, Urbana. Tests were 
carried on in the three-story warm-air heat- 
ing research residence of the University. 
Investigation was made in _ co-operation 
with the American Society of Heating and 
Ventilating Engineers and the National 
Warm-Air and Air Conditioning Association 
and included tests on room cooling units 
and on cooling with ice, with night air 
from outdoors and with mechanical refrig- 
eration. Copies are priced at $l, 
with a limited number available for free 
distribution. 


Dry CeLtts—“American Standard Specifi- 
cation for Dry Cells and Batteries” is the 
title of Circular C414 of the National 
Bureau of Standards, U. S. Department of 
Commerce. Copies are available from the 
Superintendent of Documents, Washington, 
D. C., at 5 cents each. 


Unperwriters’ Report—Subject 42, pub- 
listed by the Underwriters’ Laboratories, 
Inc., 207 East Ohio Street, Chicago, deals 
with fire tests in small closed rooms. Tests 
were made using automatic bulb-type car- 
bon tetrachloride (vaporizing liquid) fire 
extinguishers, of the drop and hammer- 
operated types. 


ST SOHN X KAY SERVICE inc 
LONG ISLAND CITY NY 





Portable X-Ray Unit 
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Utility Refrigerator Sales 
Advance 50 Per Cent in 1937 


A larger number .of automatic re- 
frigerators, both electric and gas, were 
sold throughout the territory served 
by Public Service Electric & Gas Com- 
pany during the first three months of 
this year than in the corresponding 
quarter of any previous year, accord- 
ing to a recent survey made by the 
company. 

Electric refrigerator sales gained 
50 per cent over the first quarter of 
last year and even larger gains were 
reported by many of the other lead- 
ing distributors throughout the state. 
It is estimated there are now more 
than 320,000 homes in Public Service 
territory in which electric refrigera- 
tors have been installed. 


Lighting Load Increases 


Northern States Power Company 
system, serving approximately 600 
communities in the central northwest, 
shows a substantial increase in new 
commercial lighting business obtained 
during the first two months of 1937. 
The additional load connected shows 
an increase of 57 per cent over new 
commercial lighting contracts signed 
during the same two months of 1936. 
Approximately 1,000 new lighting in- 
stallations were added during the first 
two months of 1937, in the company’s 
system. 

& 


New High Set for Air Units 


Air-conditioning systems contracted 
for in the first quarter of 1937 set a 
new high record in total capacity, the 
Commonwealth Edison Company has 
reported. A total of 110 air-condi- 
tioning installations with a combined 
capacity of 5,786 hp. was contracted 
in the last three months, an increase 
of 86 per cent in number of installa- 
tions and a gain of 78 per cent in 
capacity over the first quarter of last 
year. 


$50,000 Pay Increase Given 


Nebraska Power Company has an- 
nounced wage increases totaling $50,- 
000 a year. The company has 700 
employees. The increases are based 
on a study of the pay of workers “in 
comparable positions and the recent 
increases in living costs,” J. E. David- 
son, president, said. 
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OPPORTUNITIES 


INDIANAPOLIS, IND.—Public Service 
Company of Indiana, Indianapolis, has plans 
maturing for new addition to its Dresser 
steam-electric generating station, Vigo Coun- 
ty, operated by Dresser Power Corporation, 
a subsidiary interest. Expansion will in- 
clude installation of 50,000-kw. turbo-genera- 
tor unit with condenser and accessories, 
high-pressure boilers and auxiliary equip- 
ment, with substation units and switching 
station. Transmission lines will be extended 
in this area, including connection with pres- 
ent lines. Work is scheduled for completion 
in 1939, with cost estimated close to $4,800,- 
000. Application has been made for per- 
mission to carry out financing through sale 
of securities to provide necessary fund. 


PORTLAND, ORE.—United States Engi- 
neer Office, Second District, Pittock Block, 
Portland, receives bids until May 14 for 
disconnecting switches and bus insulators 
for Bonneville, Ore., hydro-electric power 
project, including 46 disconnecting switches, 
115-kv., 600-amp., outdoor type, manually 
gang-operated; 1,809 porcelain insulators, 
pedestal type, complete with cap screws, 
split lock washers, etc., and 224 porcelain 
insulators, 10-in. disk, ball and socket type 
(Circular 343). 


NEW CASTLE, PA.—Pennsylvania Power 
Company has concluded negotiations for 
purchase of tract of about 45 acres of land 
on Beaver River at West Pittsburgh, 4 
miles from New Castle, as site for new 
steam-electric generating plant, initially 
projected a few months ago. Work on sta- 
tion is scheduled to begin soon, with com- 
pletion scheduled in 1938. Extensions will 
be made in transmission lines in Western 
Pennsylvania, including new lines for rural 
electrification in different areas. Cost close 
to $3,000,000. Company also has plans ma- 
turing for new service and operating build- 
ing at New Castle, with meter and other 
equipment divisions, parts and repair de- 
partments. Cost estimated about $250,000. 


DENTON, TEX.—Denton County Rural 
Electric Company, Denton, plans primary 
and secondary lines for rural electrification 
in Denton, Grayson, Tarrant and neighbor- 
ing counties, totaling about 550 miles, with 
outdoor power substation and service facili- 
ties. Cost about $575,000. Financing is 
being arranged through federal aid. Wil- 
liam G. Harrison, Professional Building, 
Waco, Tex., is consulting engineer. 


PATERSON, N. J.—Wright Aeronautical 
Corporation, 1120 East Nineteenth Street, 
plans installation of motors and controls, 
regulators, conveyors, electric hoists and 
other equipment in new additions to air- 
craft engine manufacturing plant, including 
large multi-story unit for assembling and 
several smaller structures. Cost about $1,- 
350,000. Albert Kahn, Inc., New Center 
Building, Detroit, Mich., is architect and 
engineer. 


BERLIN, MD.—Eastern Shore Public 
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Service Company, Salisbury, Md., plans new 
steam-electric generating plant at Berlin, to 
be used primarily for auxiliary service in 
that area. Company also plans early con. 
struction of new transmission line to Ocean 
City, Md., and vicinity, with power substa. 
tion at last noted point. 


PRESTON, MINN.—Fillmore County Co. 
operative Electric Association, Preston, Law. 
rence Tollafson, secretary-treasurer, plans 
early call for bids for primary and sec- 
ondary lines for rural electrification in parts 
of Fillmore County, totaling about 170 miles, 
with power substation and service facilities. 
Fund of $167,000 has been secured through 
federal aid. Toltz, King & Day, Inc., Pioneer 
Building, St. Paul, Minn., is consulting 
engineer. 


NYSSA, ORE.—Amalgamated Sugar Com- 
pany, Ogden, Utah, plans installation of 
transformers and accessories, switchgear, 
motors and controls, regulators, conveyors, 
electric hoists, loaders and other equipment 
in new multi-unit beet sugar mill at Nyssa, 
where large tract of land has been secured. 
A power house will be built for service at 
plant. Completion is scheduled in 1938. 
Cost about $2,000,000. 


WASHINGTON, D. C.—General Purchas- 
ing Officer, Panama Canal, Washington, re- 
ceives bids until May 6 for 260,000 ft. of 
rubber-insulated wire, 5,000 ft. galvanized 
steel guy wire, 5,000 ft. copper cable, 400 
lb. copper magnet wire, 712 electric lighting 
fixtures, 5,000 ft. rigid steel conduit, quan- 
tity of conduit outlet boxes, capable termin- 
als and other equipment (Schedule 3245). 


FREMONT, NEB.—Has plans maturing 
and will take bids soon for extensions and 
improvements in municipal electric power 
plant, including installation of new equip- 
ment. Extensions will be made in 33,000- 
volt transmission line for connection with 
substation. Entire project will cost about 
$300,000. Black & Veatch, 4706 Broadway. 
Kansas City, Mo., are consulting engineers. 


BATON ROUGE, LA.—Solvay Process 
Company, 40 Rector Street, New York. 
N. Y., plans installation of motors and con- 
trols, transformers and accessories, regu 
tors, conveyors, electric-operated pumping 
machinery in new multi-unit chlorine mat- 
ufacturing plant at Baton Rouge, where sil¢ 
has been secured. Cost about $1,000,000. 
Company is a subsidiary of Allied Chemical 
& Dye Corporation, 61 Broadway, New York. 


KAUFMAN, TEX. — Kaufman County 
Rural Electric Company, Kaufman, W. 
Baird, secretary, plans primary and secol 
dary lines for rural electrification in pats 
of Kaufman County, totaling about 
miles, with outdoor power substation 4 
service facilities. Cost about $250,000. Fi- 
nancing in that amount is being arrang 
through federal aid. Hawley, Freese 
Nichols, Capps Building, Fort Worth, Tet 
are consulting engineers. 
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